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Irt The Rulon chemical plant was located about 300 meters north of the cruize tract 
Dzerzhinsk (56-15.»»/43-24’.3) -Goridy ( 56-20 'KM-OO'S) railroad line* opposite 
the Rulon stop which is 11 km, cast-northeast of the 'Dae r shin sk main i ; arj road 
station n From the .Ig«bnorq (56 c '16 s h/i3^3? r E) marshaling yard, located mst- 
southwest of the plant,, a railroad spur led to the western edge of ale plant* 
There . it branched ..into several tracks*: A field ■' railway track allegedly led from- • - 
the plant in a n or thr*ncrthiTe stern direction to a ’ peat yard about . 3 la:* from the 
plant o The workers 8 bettlensnt of Voroshilov skly Uchasicfe, which com;.stcd of 
several three- -story wooden huts* adjoined .the southwestern cottier a:’ the plant 
area 0 A part of the north. eastern' section of the .plant area was still covered 
with trees „ Hard-surfaced roads (fesbe Strassen) .led frobr the - plant. *• it: the 
workers* settlement and the Rulon stop, to the Bsershinsk -Gorkiy road,. oome 

sections of which were asphalted* A streetcar route, led from the Rulon 

tc the canter of the city of Dzerzhinsk * 

The name of the plant was 'Khinufcheskiy £avod Rulon (Rulon Chemical Plant}, zt 

first the plant was referred to as the aniline dye plant, and after 19l£ it 

was' called either the Rulon plant or Plant t!o. I 4 S The construction of oor:e 

installa tions was started In 1938* these installations were put- ante.* operation 

in 19U0, . 19U2, and I 9 I 4 . 3 * I:i nid-l?!*? * the construction of a new section, which 

was* temporarily .designated Ploi?hd was started 5.n the houthwe stern cornci' of 

the plant area « Production had not started in this new section as of inte 3 Cf k9 ~ 

\ *• 

3«r ' The Rulon plant, which -was' entirely, enclosed by a cone re lie wall, cove rex'., an 

area of about ZS square km* The northern half of the plant area and about one- 
• fourth of the eastern section were practically vacant 0 The plant was l:cj a rated 
into three manufacturing departments ■ v;h tch operated more or 3-ess inclopcrdently- 
The tvo old departments included* the plexiglass section, the. safety fla$s 
section, and the installations built during the m.r to produce chemical warfare 
agents and to 3- cad the , 30 agents into bomb?? and projectiles <> Tbs third depart 
nsnt was the newly constructed departeent in the southwestern section of the 
p.iant area, which was refeiTed to as Plash-; The new department • which consisted 
of .11 buildings, one tark installation, and one cooling tower, vms almost 
completed, but had not been put intt- ; operatic 1 ! as. of the fall of Ifiifc It' 
was equipped with installations dismantled \r- .Germany, and included equipment 
from the Leuna V/orksv The' plant, also contained large storehouses for ra? 
materials and finished -products , -anc- ' several tanks * Other buildings homed 
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- adalnlotratton’ ofitcea. roitahops. and minor retaliation, r- 

The riant v;as supplied with elect 
located about .1 ior. # . south of the ?j 
power plant in Oorkiy me 1 c?r laro 
( 5 -' 6 o 2 c * If/ 43036 ,J E 1 served ti n 1 r.d a 
srops in the Pice a department rar 
The Txixs power plant also surged 
pipe lines, 1-0 en : in diameter* Th 


ir-on tne Tl/fy th> aiaa. ■ r plant-, 

■ Ir.i.t 4 together Attn tre municipal 
- <;eiu.,ra_L proper station in faiakhna 
serial installations - in Dxershinsk , forh- 
panted iron the outside by. soarcM i ? H: S4 
s':/3ap i or heating through underground ' 

:r steam had a pressure of seven a tree chore 


The Uulon plant processed naphthalene (0 1A IU) rarA-t^fl (n 
aclc alqohcl (CMIX-CH), ether .'Cpff JT 0 ) --'W 

acid ecu, ccorn. end calhof.rr h-: ,•> ’ VA-Jl S A M 3 U '®-f? * c ' ,tic 


the failed** fffMf V iar bide ( GaC d, 5 «s flSss, ?ricr to 

* , . ••* •• ■*•*■ • -ui.cub mneusiors . • rch^h ir- ool «-vr i „ ,.... 

quantifies or aircraft cof’:pits ; a-id .mall utor-sils, Marine tv ' 11“ Iff U 

loaded Into projectiles , 
s; % ec 1 al • c onts 1 no ts in t- ■ 
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of 20 cubic meters* 
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.iuxidinp Mo. 102 , equipped -dtn .four cylindrical tanks, aac-i about lu . 
r:etsrs hir-h and 2 ratam in diameter, v.S.U'. vmlls c -c :x 2 cm. ->■ oV . Thag-i 
tanka were rads of several welded rinrr, allowedly {■• c ’treys nlfi fib/ 
aKt | w« reinforced at tv;c points by riveted/ linn' «d vii.rr. '.?heoe"tan‘cs 
i’.afi steel frames and ware mounted on crncrotc- hoses, tlanfc; pines were 
fastened to the top and bottom cf these tank;: and thore ?:e:^s several »ji-» 
sockets on she tops o.‘ the tanks » The tanks v-^re filled t.n capacity -• , +j. 
Saschip. rin’es nSHe of porous porcelain, fhera wre 'reverb. rsanholas a/i 
lai'pe, round, clans windows in the tanks •; . On the lover "art of t-iftsri;/ 


re filled to cap- 

acity r.iti 
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3uiltl iny Ho. 101 c The various sections -pf this bnO.<iiiig varied ’in 
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Attachment 1 


20g 


n. 


Th* middle section was pt\iiXp£ec t v:itb . six columns like ft osr xn Building 
Bo. 102 ... The northern an& srb&hern ■ section.-*' housed several laboratories* 
There were tro • ebirnryn in. the riddle section 0 Because of th- possibility 
of explosions* the roofs. of jthe build in" v/cre- of very light construe tian. 
In the winter nf ah explpsipn scattered various retd -arts all 

over . the neighboring area « After $he Explosion, there vas a . heavy* c Pcr 
of ether in thr* . vicinity of th^V|iild!.nr;,> 

1 "s' f P 


22 u 
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ziu 


Oq 

26, 


towers o 

Four tank' in at; 

a cap 'city a r t - 

around tro tart 


shout 200 


I'Vi the southern sec 
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columns 

Building i ho* 102 0 Ir 

the nortl 
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there we ire four lar 
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Building Bo. 106 « There were three la rye tanks, lined .with, ILeac: and 
connected ?.i th the cooling tower b/. pipe lines * The floor a mmd tins 
tanka vras flagged with lead slabs and • the walls inside the hi; tiding va 
lined with sheet lead to a height -of about. 1 meter* 


Laundry (sic) * 

One story building* with deep basement, Th* building was ft 
six turbine-shaped machines or pimps* a number of wh'chhex 
into the basement* The installation was connected with the 
heating station by a thick steam pipe* On the outside of e. 


tv/c? longe: 
cone re 
towe.ro 
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2 7* Tate i'- cooling tower » A wood structure, 36 


diameter. 
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Attachment T 


.31 o ■. Storehouse* 

3?? Dalle 1 Inf; No. 11? * consisting of’ .several tbr-^e^soery sections * with rb*c t 
metal chimes and equipped with* so.v^ral lightning rods* 

33*' Building Hr. 113, ho ur-i nr work roor s» -^oratories and a* dispensary* i. 
round tank } l meters high, l u 8 r:.etrr$\ .• i n d ianeter , with asbestos 
Insulation,, -was located .? out n .of th e . bug Id ing c . goveral c opner pipe cells 
heated with steam, were ins balled in. the tank «, 

3 lu Building Ko* lit, with, two low wooden towers * Thor* ware many narrow drums 
set up. in one large room* There were bundles of pipes in several of tie 
drums, and these were removed fror. time to time to h- cleaned 0 The wall s ‘ 
of the room were tiled* A pump installation with a device * or fulling 
pas bottles was located in the annex building* Snverru iru-o'Uued cool? eg 
pipes were installed there 0 Dull vlitish vaporyi, wh ch j:ach-. r vs coop' * 
emitted fror sheet metal chimneys* U1 the workers of this de mrtnent’ 
wore protective rubber clothing*. Those working -an a detached room in tbs 
eastern section of the building also wore gas parks * 

35* Building Ho ll£ c Section ,J a* ! was two stories high vrith a - all iabtratcry 
located on the record floor* Section ”b tf was four* at or ion high* There 
were three tanks, about 6 meters rrfi and X*!. raters in diameter, 3 inec 
with lead, on the first floor* There rr*re also several ijvauj.auod cocl ire 
pipe So The workers in thin building were protective cloth inn-. 


36 « Roundhouse and repair shop for the locomotives of the nlant,> 

37 « Billets and canteen for the railway personnel * 

3£o Warehouse for building -natericls, 

3?« Former boilerhouse, used as a forga in 19li9, * 

U0 o Building v;ith built*** in c ompr e s s cr s oy* pi s t on. piu. ■•.■?.*» * There v.e r ,; ” several 
transformers in a detached room, in -the ; we stern ruction© 

III,, Several warehouses for calcium carbide, dyes, lubricants, and building 
materials «■ 


li2 0 Former workshop, nor used to manufacture concrete slabs and other bulk: mg 
materials.-, ' :j 

2i3o Department I: cv. Housed tp'^nujactur^. piastres , This 'was a fairly old 
installation <. There was a tank outside; the east wall* 

hho Before the. end of the war, this was Department No, l' where hydrocyanic ' 
•acid was produced* The present use of tb is build la:; ras imknoi:n* 

16-, Before the end cf the war* this was Department I;o,2 dy?re a hydrocyanic 
compound (Bla us^eureverbindung.) ”E-2?” wan produced © The rresent use 


16 c 


this building was not known c 

Before the end of the v/nr, thin building -cs used for clear lap and are « 
treatment of the bodies of projectiles and bombs* In rr'd -1?1‘9. fair-’* 
large quantities cf projectiles for racket launchers and 120-mat and . 

40 -rnm* (sic) mortar ammunition were still stored in and around the 
building. 
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ii7o Department To* 3 c Prior to the end of the war* hydrocyanic warfare 

agents v;ere loaded into projectiles and bombs in thin department* The 
building in still surrounded by a triple barbed wire fence c large • ah oat 
ratal chimneys emit a white vapor w There is an odor of garlic or horse- 
radish in the area around the buil&ing* On the northeast sico of the 
building were three tanks 9 each with a capacity of 9 cubic meters * i rod 
to store chemical warfare agents <, The fan Hiding was closely guarded* ' 

The storage tanks art- not indicated on. the sketchy 

U? a* Billets- for the guards, of Department :o,.h 

UB C Department ITo* 13« ? -used in producing the hydrecy aside compound j n IM.? 8 ,! 
and^R^lB ? 1 during the war * T s e present use of this building was not 
known© ' 

Department .lie, lh, used for the production of intermediate' plastic products 
and in the processing of naphthalene and sulphuric acid* 

,5C U Sulphuric acid tank,, . r ' 

51© Department I!o* 6 , used for the production of intermediate plastic products* 

52* Department !!o 12 > used in the production as plexiglass and as a were- 
house for rat; materials and serf -finished goods* Presses and rolling 
mill trains were allegedly installed in one section of the building,. 

53c Two warehouses and shipping department for finished plexiglass goods ard 
polished panes of safety glass* 

51 u Department !!o„7© Small utensils of plexiglass and safety glass its re- 
produced here*, The panes of glass trucked in from, the direction of Dzc-rz- 
h'insk were pasted together in several layers by means of a plexiglass- 
like solution o 

55 « 'Warehouse of Department -To. 1 { for raw materials art finished goods-* The 
buildings of Department he* 7 wore guarded separately 0 

56 o lash rooms and dres single cans 0 

57 o Pumphouse Q v • • 

'• ' ■ i 

58 « Six warehouses for raw materials* solvents, and. plastics* 

59 o Station for loading tank cars,* After r? £~±9h9$ a hutlike structure was 

allegedly built over the 1 natal latic-n * 

60 :> Building iio, llC , -a shed .built over a railroad track equipped Vi th ah out. 

20 pipes located on each side of the track* used to fill tank ears, 

61 o Large tank* 

62*. ; lew pumphouse for 'Bui Icing no, 110 ; equipped with six puups and connected, 

with the central distributing station by a pipe line, 

63 « Old pumphouse for the alcohol unci solvents yard, equipped with piston 
pumps * 



Approved For Release 2004/07/08 : CIA-RDP82-00457R01 4900250006-8 





> 


Approved For Release 2004/07/08 : CIA-RDP82-00457R01 4900250006-8 

25X1 



6’u Alcohol and solvents yard, with f our tanks, about £ meters high and 
12 meters- in diameter, rath walls about nn# thick* The tanks, were • n 
concrete bams and were insulated with glass? v;col® 

6j>V Alcohol and solvents yard, equipped with 16 tanks* about h meters lift 
and U meters in diameter, which were sprinkled with water in scanner <, 
The installation is surrounded by an embankment c - Only eight tanks are 
indicated in the sketch* 

66 o Unloading installation of the alcohol am solvents yard, item Ho. 6lu 

6? 0 Hew buildings called "Tamly Tsekh IJ ’Ta.:n. 7 \ derived Iron taro, means 

packing), used in the prod action of packing Material and equipped with 
a sawmill f . , 

68 o Alcohol yard j-i equipped frith vthree : round tanks, aid one building in 
which handgrenades picric filled during the 7-rar t 

69 o Sewerage plants* ) l ' i- 

70 „ ■ H a rd-surf a ced x- oad s 

71.57 Rai lroad spur system <• 

72* Lightning rock c 

The unnumbered installations could not be identified,.. • 
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Attachment 2 


Leroiisl ; 


Build ire Ixvl0>« 


: *■ >cv let— made C ivar~- stage corroresfs ors < 

Electric motors for th<* conpressox-a,, 


3o Pipe co 11 So 

I;- 0 Pour stirrers or spiral mixers 0 M schschnecken ) , 
Four electric motors for the stirrers r 




anfaSeSefslS? EeVeral rectancular bricI: basins, insulated mte peat 


7o Offices o 

8,, He on, housing the electric switchboards* ' 

9* Several transf ernors© 

10° Steel pipe towers, each about 10 ns tars h ■ - 

Building Po 10l> . a 
Ho 


A hip workshop allegedly equipped with three cvlindr*4 C ai tank- —eh 
pout iii meters high and 2 meters in dinrater. tallt £o0tV™ <-w- 

Ac cord inf: to the inscription, on s«a<cf the d« « ^ 55 
Let^a .rarks These, tanks we nadc of several neldekri 4. 
chrene nickel steel, and mre reinforced- at teo points bv rJveted Xnted 
a^s^ibcse -anks had steel frames and wro mounted or ennereto " 

w^vSS 8 l~r ffb+f to f“ he f°P «*» bottom of these tanks, and '.there 
+ _ “ " 'rf- .f®* - ® ••ocwta on the tops 01 tee tanks. The tanks nere tf'et 
to capacity with Raschic rings made of porous Porcelain. W 

, nartfof ftfi 8 " 3 la-ce round- class windows in the tanks. On the lew 
f,-r- v-i f tdnk "’, 'f 7 u p * Uo *® to miuh pressure gauges and hand-^eels 

vfth v 5is;:r d gfSS\^£: ralle aesr tte ^ — { ^.-n« 

12 o Several centrifugal pumps* 

1.3« ,'our horizontal drums, each about it meters long and 2,2 meters in diameter, 

Uto .iiicht piston pimps, with. snail drums on top, 

Ijs Jr uns, about 3 meters high -.and it asters in diameter,"'- 

16„ flue, leadingj'tci ’tee smokestack, 1 I 

~ U rnar iU rnaces, built over the chimney flue,' ; JW were of b-ieV 

'■rare supported by steel frames, . ; . : ° J ' ' ilcl y=nd 

lo, osveral snail rooiaa, furnished as laboratories and eouin^ed r-'-n. T1 r ir i r . 
instruments on platfoms, • *‘“ u ' nc ^ &ur - n - 

; ; _ J: J 

19* Room, equipped- rdth several electric ij^teWwirds. 

20 a High smokestack* ■ , •' ' 

cr.y™>Trii 25 X 1 
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